LA Sanitation 


Livability Services Posting 





Team 1- CD1: Olym 









ic Division 
































































2838 W LEEWARD Missing LAHSA 
AVE, 90005 W LEEWARD AVE SIDEWALK/STREET H/E ON SIDEWALK OLYMPIC Signature 
3066 LEEWARD AVE, Missing LAHSA 
90005 7TH ST W 8TH ST SIDEWALK/STREET HE LOCATED ON SIDE WALK OLYMPIC Signature 
2900 W FRANCIS AVE, Missing LAHSA 
90005 W FRANCIS AVE SIDEWALK/STREET H/E ON SIDEWALK OLYMPIC Signature 
1254 S BERENDO ST, Missing LAHSA 
90006 W 12TH ST PICO BLVD SIDEWALK/STREET HE'S LOCATED ON SIDE WALK OLYMPIC Signature 
1262 S FEDORA ST, Missing LAHSA 
90006 W 12TH ST W PICO BLVD SIDEWALK/STREET HE LOCATED ON SIDE WALK OLYMPIC Signature 
1831 W WASHINGTON |W WASHINGTON H/E ON SIDEWALK BLOCKING Missing LAHSA 
BLVD, 90007 BLVD S VERMONT AVE SIDEWALK/STREET WALKWAY OLYMPIC Signature 
2000 NORMANDIE LOCATED across the street at the Missing LAHSA 
AVE, 90007 W 20TH ST W 22ND ST SIDEWALK/STREET fwy off ramp westbound OLYMPIC Signature 













Team 2- CD4: Van Nuys Division 


























































5224 COLDWATER 

CANYON AVE, 91401 CHANDLER BLVD |W MAGNOLIA BLVD _|SIDEWALK/STREET HE LOCATED ON SIDE WALK VAN NUYS Authorized 
4710 N VAN NUYS HE LOCATED BY FWY Missing LAHSA 
BLVD, 91403 HUSTON ST HORTENSE ST SIDEWALK/STREET EXIT/ENTRANCE VAN NUYS Signature 
4907 KESTER AVE, Missing ALL 3 
91403 MORRISON ST CAMARILLO ST SIDEWALK/STREET HE LOCATED NEXT TO SIDE WALK VAN NUYS Signatures 
4824 N FULTON AVE, HE ALONG SIDEWALK AND Missing ALL 3 
91423 N FULTON AVE SIDEWALK/STREET UNDERPASS VAN NUYS Signatures 
4750 N ETHEL AVE, Missing ALL 3 
91423 101 FWY TUNNEL Pedestrian Tunnel VAN NUYS Signatures 
14844 W OXNARD ST, Missing LAHSA 
91411 Kester Ave SIDEWALK/STREET HE Located on the Sidewalk VAN NUYS Signature 





















Team 3- CD 3: Topanga, West Valley, & Devonshire Division 




















































19973 W VENTURA Missing LAHSA 
BLVD, 91364 PENFIELD AVE LUBAO AVE HE LOCATED ON SIDEWALK TOPANGA Signature 
18441 CLARK ST, Missing LAHSA 
91356 RESEDA BLVD VENTURA BLVD HE LOCATED ON SIDE WALK WEST VALLEY Signature 
21701 ERWIN ST, TOPANGA HES LOCATED ON SIDE WALK IN Missing LAHSA 
91367 CANYON BLVD. OWENSMOUTH AVE SHOPPING CARTS TOPANGA Signature 
8311 N MASON AVE, SCHOENBORN 

91306 ST ROSCOE BLVD HE IN ALLEY DEVONSHIRE Authorized 
8401 N WINNETKA MULTIPLE HE'S LOCATED ON SIDE Missing LAHSA 
AVE, 91306 roscoe blvd chase st WALK DEVONSHIRE Signature 
8715 VARIEL AVE, H/E on sidewalk blocking walkway/ Missing LAHSA 
91304 N VARIEL AVE Trash also DEVONSHIRE Signature 














Team 4- CD 8: 77th St. Division 










998 W 73rd St, 90044 


VERMONT AVE 


S HOOVER ST 


HE LOCATED ON SIDE WALK 





77TH STREET 


Missing LAHSA 
Signature 











1841 W 49TH ST, 90062 





ST ANDREWS PL. 















77TH STREET 


Missing LAHSA 
Signature 








OHS - Central Division 


PLEASE DO NOT CLOSE 


AUTHORIZATION 
Expanded Skidrow Concentrated 





7th St (Wall St and Kohler St) 


SIDEWALK/STREET 


Clean up. 










Team 5- Downtown LA Team 









































































1111 L.A. LIVE WAY, DTLA 90 Day Authorization for city 

90015 W 11TH ST public ROW RAMPART Authorized 

1201 L.A. LIVE WAY, DTLA 90 Day Authorization for city 

90015 W 12TH ST public ROW, RAMPART Authorized 

1304 W PICO BLVD, DTLA 90 day Authorization for city 

90015 110FWY public ROW RAMPART Authorized 

817 W VENICE BLVD, DTLA 90 Day Authorization for city 

90015 110FWY public ROW RAMPART. Authorized 
DTLA 90 Day Authorization for city 

1432 OAK ST, 90015 W VENICE BLVD public ROW RAMPART Authorized 
HE IN UNDERPASS/SIDEWALK, 
DTLA 90 Day Authorization for City 

1013 W 8TH ST, 90017 _|FRANCISCO ST BIXEL ST Public ROW CENTRAL Authorized 

1111 JAMES M WOOD DTLA 90 Day Authorization for City 

BLVD, 90015 8TH PL public right of way RAMPART Authorized 

1000 S L ALIVE WAY, DTLA 90 Day Authorization for City 

90015 110 FWY. Public ROW. CENTRAL Authorized 











Team 6- Grand Ave Team 








38th St 
39th St 


33rd St 








(Grand Ave to Hope St) 
(Grand Ave to Flower Dr) 
(Grand Ave to Hope St) 
(31st St to Jefferson Blvd) 
(Flower St to Grand Ave) 


SIDEWALK/STREET 





SIDEWALK/STREET 





SIDEWALK/STREET 





SIDEWALK/STREET 








SIDEWALK/STREET 





DO NOT CLOSE/ 110 
CORRIDOR/GRAND CLEAN 




















NEWTON Authorized 
NEWTON Authorized 
NEWTON Authorized 
NEWTON Authorized 
NEWTON Authorized 








